AFDCS Official Ballot Vote for no more than 4 candidates. 
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For Election of 2021-2023 Directors Order of names was determined by a random generator. 
Four members of the Board of Directors will be elected. The fifth- 


and sixth-place finishers will fill two vacancies. O Ron Klimley 
Vote for no more than four of these candidates. Fewer 
candidates may be chosen. Ballots with more than four choices . 
will be disqualified. O Kris McIntosh 
Any copy of this ballot is acceptable. 
Pont O Michael Lake 
e Put the completed ballot into an envelope and seal it. 
e Place your name and AFDCS membership number on the G Deni 
back of the envelope. Ballot envelopes without a g ary Venis 
membership number will be disqualified. 
e Postmark the ballot by December 1, 2020. 
| O D.A. Lux 
Do not include any other correspondence with your ballot. 
Mail ballots to: 
O Mark Thompson 
AFDCS Election Committee 
c/o Otto Thamasett , 
6025 Sherborn Lane O A. Francis Kohut 
Springfield, V A 22152-1643 
1) Tamsie Goyer 
O Foster Miller 
O 
o 


